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CENTRAL INTELLIGENCE AGENCY 
Washington, D. C. 


NOTICE 23 April 1953 

25X1 A no . Ml 

Having been duly appointed and sworn, Lieutenant General 
Charles P. Cabell, USAF, assumed his duties as Deputy Director 
of Central Intelligence effective this date. 
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ALLEN W. DULLER 
Director 
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